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Message Text 

UNCLASSIFIED 

PAGE 01 KARACH 01012 281601Z 
ACTION OC-06 

INFO OCT-01 NEA-10 ISO-OO SY-05 CCO-OO OCL-OO A-01 
FBOE-OO /023 W 

063746 290000Z/66 

R 280902Z FEB 78 
FM AMCONSUL KARACHI 
TO SECSTATE WASHDC 3033 
INFO AMEMBASSY ISLAMABAD 
AMEMBASSY NEW DELHI 

UNCLAS KARACHI 1012 

ISLAMABAD FOR RSO, NEW DELHI FOR ATO 

E.O. 11652: N/A 

TAGS: ASEC, ABLD, AFAC 

SUBJECT: CCC RENOVATION 

THE CONSULATE HAS BEEN UNABLE TO ARRANGE WITH ONE CONTRACTOR 
FOR THE CCC INSTALLATION BUT HAS DEVELOPED BIDS FROM THREE 
SUB-CONTRACTORS. THE CONSULATE WILL HAVE TO PROVIDE OVERALL 
SUPERVISION AND COMMON LABOR, ETC. BIDS OBTAINED INCLUDE 
DOLS 1008.00 FOR CHILLER INSTALLATION, DOLS6552.00 FOR 
GENERATOR INSTALLATION AND PENTHOUSE RENOVATION PLUS 
DOLS3, 000.00 FOR LABOR AND FOR PLANKING AND SCAFFOLDING 
FOR THE PROTECTION OF GROUNDS AND DELICATE, FOAM INSULATED 
ROOF, AND FOR ERECTION OF PENT HOUSE END WALL. TOTAL 
ESTIMATED AT DOLS 10,560.00. HOWEVER, CONSTRUCTION CANNOT 
GO FORWARD AT THIS TIME UNLESS TDY TECHNICAL ASSISTANCE 
CAN BE PROVIDED. POST'S MAINTENANCE OFFICER HAS BEEN 
TRANSFERRED AND OFFICER CURRENTLY IN KARACHI ON TDY 
WILL BE DEPARTING POST ON COMPLETION OF AIR CONDITIONING 
PROJECT FOR WHICH HE WAS ASSIGNED. NEW MAINTENANCE OFFICER 
NOW PROJECTED FOR KARACHI ARRIVAL LATE JUNE. 
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